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इस भाग में मिन्त पाठ संख्या वा जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके 
Sepertte paging is given to this part lo order that It may be filed as a soparato compliation 

HIT IV 

PART IV 
गैर- सरकारी व्यक्तियों और गैर- सरकारी संस्थानों के विज्ञापन और सपनाएं 
Advertisements and Notices by Private Individuals and Private Bodies 


DAMODAR VALLEY CORPORATION 

Calcutta- 27, the 20th December 1966 
No . 67. - - Io exercise of the powers conferred by 
Section 60 of the Damodar Valley Corporation Aci, 
1948 ( 14 of 1948 ) , the Corporation hereby makes , with 
the previous sanction of the Central Government, the 
following further amendments to the Damodar Valley 
Corporation Service Regulations, published with the 
Damodar Valley Corporation Notification No . 5 , dated 
the 28th January , 1957 Damely : 

In the said Regulations, the Note occuring below 
Regulation No . 96 but beforc the Explanation shall be 
Omitted , 

By Order 
N . K . PRASAD 
General Manager & 

Secretary 
VISHAKHAPATNAM PORT TRUST 
Vishakhapatnamn , the January 1967 

CORRIGENDUM 
The following corrections may be made in the adyt. 
of Vishakhapatnam Port Trust published in the Gazetto 
of India Part IV , dated 1 - 10 -66 , Page 194 . 
Col. 5 . — " Actuals for 1963 -64" should read as 

" Actuals for 1962-63" . 
Col. 8 .- - The figure 1, 08 ,022 / 39 under Actuals for 

1963 -64 against item 4 , " Rivers and Canals " 
should read as 1 , 08 , 002. 39 " . 


stopped at the Public Debt Office , Reserve Bank of 
India , Bombay and that application is about to be made 
for the issue of Duplicates in favour of the proprietors . 
The public are cautioned against purchasing or other 
wise dealing with the above mentioned securities . 
Name of the advertiser . The Secretary , Shri Atma 

nand Sain , Gurukul, 
Residence. — Zagadia via Ankleshwar. 

The Government Promissory Note No. DH 010910 / 
11 of the 31 per cent loan of Nation Plan 
Loan 1964 for Rs. 1000 & Rs. 500 respectively 
originally standing in the name of Reserve Bunk of 
India and last endorsed to Balmukand the proprie or, by 
whom they were never endorse to any other person , 
having been losi, notice is hereby given that the pay 
ment of the above note ( s ) and the interest hereupon 
has bcen stopped at the Public Debt Office Reserve 
Buk of India, New Delhi and that application is about 
to be nider , for paynicat of the discharge value in 
favour of the proprietor. The public are cautioned 
against purchasing or otherwise dealing with the above 
mentioned securities. 
Name of the Advertiser, Shri Balmukand S / o Shri 

Noon Karan Das, V . & P . O . Bawal, Ten . Rewari, 
Dist. Gurgaon ( Punjab ) . 

NOTICE 
NO LEGAL RESPONSIBILITY IS ACCEPTED 
FOR THE PUBLICATION OF ADVERTISEMENTS 
REGARDING CHANGE OF NAME IN GAZETTE 
OF INDIA . PERSONS NOTIFYING THE 
CHANGES WILL REMAIN SOLELY RESPONSIBLE 
FOR THE LEGAL CONSEQUENCES AND ALSO 
FOR ANY OTHER MISREPRESENTATION ETC . 

BY ORDER 

Manager of Publications 
CHANGE OF NAMES 
J , hitherto known as MAHADEO NAIR , son of Sun 
P . LONAPPAN , employed as Ward attendant in K . E . M 


LOSTS 
The Government Promissory Notes Nos . BY 
289651 , BY 289650 and BY 218913 of the 3 
per cent conversion loan of 1946 for Rs. 10 ,000 , 
Rs. 2 ,000 and Rs. 1, 000 respectively , originally standing 
in the name of Chimanlal Chhotalal, Swatupchand 
Kapurchand , Sankalchond Govindji and Sobhagchand 
Raichand or any t vo of them , the propricio :3 , 5y whom 
they were never endorsed to any other person , baving 
been lost, notice is hereby given that the payment of 
the above Notes and the interest thereupon has been 
41061/66 

( 9 ) 
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Ilonpital, Parel, Bombay- 12 , residing at 24 / 860 . Tidak I, hitherto known as , AXMAN SOLUNKE son of 
Nagar, Chembur, Bombay have changed my name and Shri MANGOE GANJ SOLUNKE, employed 13 
shall hereafter be lu nown 13 P . L . PAUL . 

Khalasi in Dist. Controller of Stores " CWE" C . Rly , 
It is certified that I have complied with other gul 

Matunga , Bombay -19 , have changed my noms and shall 
requirements in this connection , 

hercafter be known as LAXMAN MANGOO RAHATE 

It is certified that I have complied with other legal 
MAHADEO NAIK 

requirements in this connection 
( Sd . in existing name ) 

LAXMAN SOLUNKF 

( Sd , in existilig panci 
1, hitherto known as NALINI ANANT DEVAS 
THALE , Daughter of Shri ANANI PRANIAKAR 
DEVASTHALE , employed as Short Duty Telephone 
Operator in C . T . X ., Bombay Telephones, Home Street, 

I, hitherto known as PADAN son of Shri BAURI 

BANDHU , employed all Signal Maintainer Gr. I. in 
Fort, Bombay- 1 , residing at 231 , Jawahar Nagar , Gorc 
goan , Bombay -62, have changed my name and shall 

Signai and Telcom , Department under Maintenance 
hercafter be known as MALINI MADHUSUDAN 

Inspector Signals, Khargpur S . E . Rly ., residing at 
GANPATYE . 

Bunglow No . 482 in Development, Settlement, Khargpur 

have changed my name and shall beretter be kaown 
It is certified that I have complies with other leg .11 PADMA NAVA NAIK . 
requirements in this connection , 

It is certified that I have complic .l with other legal 
N . A . DEVASTITAIF requirements in this conneclion . 
( Sd . in existing name) 

PADAN 

(5d in existing came? 
1, hitherto known as Miss TILOTTAMA Daughter of 
Shri BALWANT NAL WADE , employed as L . D .C . I 
Regional Provident Fund Commissioner s Office, resid 

I, hitherto known a BAHADUR GOALA son of 
ing at 18, New Pradhan Bldg ., 1st Fl., Achrya Donde 
Marga , Parel, Bombay- 12 , have changed my name and 

Late PARDESHI GOALA , employed as Sepoy Centra 
shall hereafter be known as Mrs . ARTI DATTATRAY 

Excise , Collector of Central Excise , West Bengal, Cal 
VICHARE . 

cutti, residing at Profullya Sen Colony , P . O . Truku . 

Pukur Dt. 24 -Parganas, have changed my name an : 
It is certified that I have complied with other legal shall hereafter be known as DENESH CHANDRA 
requirements in this connection . 

ROY 
TILOTTAMA It is certified that I have complied with other legat 
( Sd . in existing uamel requirements in this connection , 

BAHADUR GOAL 

( Sd . in existing name: 
I, hitherto koown as Shri K , PONNUMANI son of 
Shri K , K , KUTTY ACHARY , employed as Lower 
Division Clerk in the office of the Commissioner of In 
come-tax , Central Revenues Building, Bangalore , have 

1, hitherto kilown ag LAKHPAT RAI son of Shr 
changed my name and shall hereafter be known as Shri HANS RAJ GUMBER , employed as Telegraphist in 
K . SUBRAMANIAN . 

The Central Telegraph Ollice , New Delhi, residing af 
It is certified that I have complied with other legal 

B -132, Subhadra Colony, Sarai Rohilla , Delh -7 , have 

changed my name and shall herealier be known as 
requirements in this connection . 

LAKHPATRAI GUMBER (in short L . R . GUMBER ) . 
K . PONNUMANI 

It is certified that I have complied with other legu 
(Sd, in existing Dane ) requirements in this connection . 

LAKHPAT RAI 
I, hitherto known as I. HENRY ROCHE UBAKA 

( Sd , in existing naine 
RANATHAN gon of Shri N . I. NATHAN , employed as 

- - - - - - - 
Telegraphist (Madras Circle ) in The Central Telegraph 
office , Coimbatore - 18 , resid ng at 19 / 15 , Bellamkrishna 1, hitherto known as HARISH CHANDRA BEHER 
chetty Street, Fort, Coimbatore - 1 , have changed my 

son of Shri RAM CHANDRA BEHER employed as 
name and shall hereafter be known as I. HENRY 

Turner in Shop No . 8 , Tool Room Loco , residing i 
It is certificd that I have complied 

T . No . 8129, P . O . Kharagpur District Midnapore , have 

with other legal 
requirements in this connection . 

changed my nime and shall herefter he known as 

HARISH CHANDRA BARAL . 
I, H . R . U , NATHAN 

It is certified that I have com lied with other legal 
(Sd . in existing name) requirements in this connection , 

HARISH CHANDRA BEHERA 
1, hitherto known as RAM KUMAR son of Shri 

( Sd . in existiag nane) 
MANGAR , employed as Mazdoor in C . O , D , Chheoki 
Allahabad, residing at vill, Neebikalan , P . O . Jhunsi, 
Allahabad , have changed my name and shall hercatter 

I, hitherto known as SHRI GANGARAM DEVJI 
bo known as RAM KHELAWAN . 

GAMARE son of Shri DEVJI LAXMAN GAMARE 
It is certified that I have complied with other legal 

cmployed as Clerk , in Sr. Supdt, of Post Offices , South 
requirements in this connection , 

City Division , Bombay - 1 , residing at B . D . D . Chawl 

No . 103 , R . No . 64, Worli, Bombay - 18 , have changed 
RAM KUMAR my name and shall hereafter be known as SHRI 
( Sd . in existing name) GANGADHAR DEVJI GAMARE . 
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It is certiſed that I have complied with other legal It is certified that I have complied with other legal 
recruirenients in this connection , 

requirements in this connection , 
GANGARAM DEVJI GAMARE 

SHANTABAI MALHARI KALE 
( Sd . in cxisting name ! 

( Sd . in existing name ) 


1, hitherto known as WATNA RAM son of Shri 
SWARU RAM , employed as Observer in India Meteo 
rological Department residing at P . B . O , C / o Survey 
of India , D . Dun, have changed my namo ard shall 
bereafter ce kr: ) ., 12 15 VATAN CHAND KA LA . 

It is certified tha : I have complied with cther legal 
reyirements in this crancction . 

WATNA RAM 
(S1, in existing name) 


I, hitherto known as JANKI RAM KASHI son of 
Shri BHIKHU RAM KASHI, employed as Telephone 
Operator in Doranda Telephone Exchange, ( P & T 
Dept.) , residing at Kumhar Toli , Purulia Road , 
Ranchi, have changed my name and shall hereafter be 
known as JANKI PRAJAPATI. 

It is certified that I have complied with other legal 
requirements in this connection , 

JANKI RAM KASHI 
(Sd . in cxisting name? 


( h -to tovrsin Sari . ARA AN CHANDRA 
MALI Son of Shri AO ,WINI KUMAR MALI, employed 
4 Assistant Slatiou Master in District Operating Superin 
tendent Ofice , N . F . Rly ., Lumding, residing at Traffic 
Relieving Mess , P . O ., Lumding District Nowgong 
( Assam ) , havo changed my name and small hereafl . ; 
he known as SHRI NARAYAN CHANDRA SARKFR . 

It is certified that I have complied with inter lega : 
requiremenis in this connection , 
SHRI NARAYAN CHANDRA MALI 

(Si neisting name) 


1, bitherto known as JUGAL KISHORE son of Shri 
SUKHDEV DASS MEHRA , employed as Commissioned 
Oficer in CAD Pulgaon Camp, residing at CAD Pul 

2014 , Camp, have changed my name and shall hercafter 
be known as JUGAL KISHORE MEHRA . 

It is certified that I have complied with other legal 
Turuirements in this connection . 

JUGAL KISHORE 
( Sd . in existing name) 


I , hitherto known as PANDURANG RAJARAM 
SHINDE , son of Shri RAJARAM BAPU SHINDE , 
employed as Machine Operator in Ammunition Factory , 
kirkec , residing at Dattawadi, Navi Peth , Room 329 , 
Poona - 9 , have changed my name and shall hereafter be 
known 49 PANDARINATH RAJARAM SHINDE . 

! is certified that I have complico with other legal 
Tequirements in this connect10 :1 , 
PANDURANG RAJARAM SHINDE 

( Si in emis ing npas ) 


I, hitherto known as TARLOCHAN con of Shri 
NARANU , employed as Assistant Linesman in S .D . O ., 
PSEB , Dharmsala , have changed my name and shall 
hereafter be known as KIRPA RAM . 

It is cortified that I have complied with other legal 
requirements in this connection . 

TARLOCHAN 
( Sd . in existing name ) 


1, hitherto known as BABULAL VERMA son cf 
Sari PYARELAI, MALI, employed as Deputy Assistani 
Director of Health , Headquarters, 29 Moun ain Division, 
C / o 99 Army, Post Office , have changed my came and 
shalj hercaſter be known 39 BABULAL MALI. 

It is cert fied that I have complich with 13 
requirements in this connection , 

BABULAL VERMA 
( Sd. in existing name) 


1, hitherto kuown as M . RANGAN son of Shri 
N . MARUTHACHALAM , ediployed as Labourer in 
Govt. of India Press Coimbators, have changed my name 
and shall hereafter be known as M . RANGA SWAMY . 

It is certified that I have complied with blhcr legal 
Tijuitements in this connection . 

M . RANGAN 
(Sl. in exisiing nanay 


I . hitherto know as Shri GANG . 1 YA " on of Shte 
BADU SUPAYA , employed as Labourer Gr. B T , NO 
1454 / RMH , Ordnance Factory , Ambarnath residing at 
Qr. No . R - 9 / 4 , O . F . Estate, Ambarnath , have changed 
my name and shall hereafter bo known as BADUGU 
GANGAYYA S / O SUBBAYYA , 

la certified that I have complied with other legal 
requirements in this connection , 

SHRI GANGAYA 
( Sd . in existing name) 


1, hitherto known as MANOHAR TELANG Yon of 
Shri WASUDEN GOVIND TELANG , emploved as 
Lieut. in Nor / Tech . SSRC AMC , residing at c / o Mili 
tary Hospital, Allahabad , have changed my name and 
sball hereafter he known J MANOHAR WASUDEO 
TELANG 

Ti is certifed that I have complied with other legal 
jouirements in this connection 

MANOHAR TELANG 
( Sd . in existing name ) 


KOOSRA 
,por kyard, flere ba 


I, hitherto known as RAMCHANDRA 80D of 
Shri RAMRAJ MISRA, employed as Tradesman Mate, 
T . No. 30019 in Naval Dockyard , Bombay, have chang 
ed my name and shall hereafter be known as 
CHANDRABALI RAMRAJ MISRA . 

I have womplied with all necessary requirements 
in this connection . 

RAMCHANDRA 
( Sd . in axisting came) 


1, hitherto known as SHANTABAI MALHARI KALE 
daughter of Shri RAMBHAU SHINDE, residing at 
Pawai Dockyard Colony, Bldg. R . No. 28 , 3rd Floor, 
Bhandup , Bombay -78, have changed my name and shall 
horeafter be known as KANTABAI MALHARI KALE , 


DRABALIMRAMORA Marek Bombay have creating 
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4 hithorto known as SARALA THEOPHIL SOLANKY 
daughter of Shri THEOPHIL GOVINDBHAI SOLANKY , 
omployed as Nurse in Mascate Charitable Hospital, residing at 
Surat Municipal Corporation, Surat have changed my namo 
and shall hereaftor bo known as SARALASHANTRAI 
MECWAN 

It is certified that I have complied with other legal require 
monts in this connection . 


I, hitherto known as NAGU RAM son of Shri 
SOHNU RAM , cmployed as L . D . C . in General Mana 
ger, Telephones , ND , res ding at Qr. No . 103 Horel 
Imperial ND , have changed my name and shall hereafter 
be known as NARESH KUMAR CHOUHAN . 

It is certified that I have complied with other legal 
requirements in this connection . 

NAGU RAVI 
(Sd . in existing namc) 


SARALA THEOPHIL SOLANKY 

( Sd . In existing name) 


I, hitherto known as OM PRAKASH RAM son of 
Shri RAM UGRAH RAM , employed as Clerk in 
Azamgarh Division , Postal Clerk , H .O ., Azamgarh 
havo changed my name and shall hereafter bo known 
as OM PRAKASH GUPTA . 

It is certified that I have complied with other legal 
requirements in this connection . 

OM PRAKASH RAM 
( $ d , in existing name ) 


1, hitherto known as CHOLLANGI NARAYANA 
MURTY son of Shri CHOLLANGI SUBBANNA , em 
ployed as Pointsman B in Samaikot (Southern Rail 
way ) , residing at Railway Quarters No . 12 / D , have 
changed my name and shall hereafter be known 4 
PITHANI NARAYANAMURTY son Shri LAXMANA 
SWAMY , 

It is certified that I have complied with other legal 
requirements in this connection . 

CHOLLANGI NARAYANAMURTY 

( Sd . in existing name ) 


I, hitherto known as M . RAMAKRISHNAN son of 
Shri T , MUNISWAMI, employed as Assistant Operator, 
C .P . W . D ., Electrical, Civil Aerodrome Trivandrum , 
residing at Kuzlivilagam , Valiyathurai, Trivandrum , 
have changed my name and shall hereafter bo known 
as M . R . PAUL 

It is certified that I have complied with other legal 
requirements in this connection , 

M . RAMAKRISHNAN 
( Sd . in existing name) 


1, hitherto known as GOPAL son of HIRAJI 
DANGE , employed as Plater , T . No . 6496 , Naval 
Dockyard Bombay, Os residing at have changed my 
name and shall hereafter be known as MAHADOO 
NAGOJI DANGE. 

I have complied with all necessary requirements in 
this connection . 

GOPAL 
( Sd . in existing name ) 


1, hitherto known as BHAGWATI KUMAR ATMA 
son of Shri CHHOTELAL ,employed as N . A . residing at 
P . O ., Jonj s Gang, Omtiwad , Nearkher, Mai s Templo 
C / o Shri B . G . Gupta Swoot Mait , Jabalpur ( M . P .) , 
have changed my name and shall hereaftor be known 
as BHAGWATI KUMAR VERMA. 

It is cert fied that I have complied with other legal 
requirements in this connection , 

BHAGWATI KUMAR ATMA 

(Sd , in existing, name ) 


I, hitherto known as PREM LATA KANOTRA , 
Daughter of Shri KUNDAN LAL KANOTRA , einnloy 
ed as Public Haelth Sis er in Lady Reading Health 
School, Delhi, residing at 8934 , Shidioura , New Delhi-5 , 
have changed my name and shall bercafter be known 
as PREM LATA PURI. 

It is ccr ified that I have complied with other legal 
requirements in this connection . 

PREM LATA KANOTRA 

(Sd . in exist ng name ) 


I, hitherto known as VED VYAS BHATIA son of 
Shri GOPAL DASS BHATIA , employed as U . D . C . in 
the Directorate of Extension , Ministry of Food & 
Agriculture , CD & CO -Op., residing at E _ 342 , Ramesh 
Nagar New Delhi, have changed my name and shall 
hereafier be known as PREM PERVEEN . 

It is cert fied that I have complied with other legal 
requirements in this connection . 

V . V . BHATIA 
( Sd . in existing name ) 


1, hitherto known as KHANDERAO RAGHUNATH 
RAO KULKARNI, son of Shri R . V . KULKARNI, 
employed as Observer in Office of the Deputy Director 
General of Observatories (Climatology & Geophvsia ) , 
Poona -5 , residing at Malfiniwas, Koʻhrud, Poona- 4 , have 
changed my name and shall hereafter be known as 
PRAMOD RAGHUNATHRAO KULKARNI NEZKAR . 

It is cert ied that I have complied with other legal 
requirements in this connection , 
KHANDERAO RAGHUNATHRAO KULKARNI 

(Sd . in cxisting ramc ) 


OD RAGHU and shawas, Koʻhrud,"p 


1, hitherto known as S , K . ATMA ( SHRAWAN 
KUMAR ATMA ) son of Shr CHHOTELAL , employ . 
ed as Planner in Gun Carriage Factory , Jabalpur 
( M . P . ) , have changed my name and shall hereafter he 
known as S . K . VERMA (SHRAWAN KUMAR 
VERMA) . 

It is certified that I have complied with other legal 
requirements in this connection . 

S . K . ATMA 
( Sd , in existing name ) 


I, hitherto known as MADHUKAR MAHAR , son of 
Shri NARAYAN VANKHADE, employed as L . D . C . in 
Accounts Offios Ordnance Factory , Varangaon , residing 
at Type IIV 54 / 5 , Ord , Fy. Estate , Vorangaon , have 
changed my name and shall hereafter be known as 
MADHUKAR NARAYAN VANKHADE. 

It is certified that I have complied with other legal 
requirements in this connection . 

MADHUKAR MAHAR 

( şd , in existing name) 
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